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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 123285 

17 

ORIGIN COME-OO 

INFO OCT-01 NEA-10 ISO-OO EB-07 /018R 

DRAFTED BY COM/BIC/CAGNE/CLOUSTAUNAU:SDW 
APPROVED BY F.B/OC. A/RF.P/T . AKI JF.FORTH 
COM/BIC/CAGNE/P3HALE 

083350 

R 280009Z MAY 75 
FM SECSTATE WASHDC 
TO AMEMBASSY KUWAIT 

UNCLAS STATE 123285 

E.O. 11652: N/A 
TAGS: ECRE, BAXP, KU 

SUBJECT: KUWAIT PREFABRICATED HOSPITALS 
REF: KUWAIT 1845 

1. COPY REFTEL PASSED TO ZACHRY REP IN WASHINGTON AND TO 
JACQUES NORMAN AS OCIATES. NEITHER COMPANY BID. 

2. JACQUES B. NORMAN SENT LETTER TO CAGNE TATING REASONS 
FOR NOT BIDDING. E HAD UNDERSTOOD ORIGINALLY THAT 
COMPANY WOULD BE PAID CERTAIN AMOUNT THAT WOULD COVER 
TENDER COST AND LATER LEARNED THIS NOT THE CASE. QUOTE 
OTHER RESTRICTIONS CAME LATER THAT WERE ALL IN KUWAIT'S 
FAVOR UNQUOTE. 

3. NORMAN WOULD LIK" TO KNOW 0ID PRICE FOR REFERENCE ON 
FUTURE PROJECTS. EMUASSY REQUESTED PASS THIS TO CAGNE IF 
IT IS AVAILAOLE. INGERSOLL 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: CONSTRUCTION, PROPOSALS (BID), HOSPITALS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 MAY 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 23285 

Document Source: CORE 

Document Unique ID: 00 

Drafter: SDW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 85-1 022 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975051 3/aaaaalek.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 KUWAIT 1845 
Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 JUL 2003 by SilvaL0>; APPROVED <27 JAN 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: KUWAIT PREFABRICATED HOSPITALS 
TAGS: ECRE, BEXP, KU 
To: KUWAIT 
Type: TE 
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